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Accessories: Center filters 
Accessories: Focus-Mount 


Lenses for Analog Professional Photography 


Even in the age of digital photography, the professional large 
format camera remains an important tool for advertising, still- 
life and architectural photographs. The large formats of con- 
ventional photography still offer competitive sharpness and an 
incomparable abundance of detail. Professional cameras allow 
perspective corrections and deliberate inclinations of the plane 
of best sharpness ("Scheimpflug plane") which is not possible 
with nonadjustable cameras or — when using shift or perspec- 
tive control lenses available in very limited focal lengths — only 
with great restrictions. 


Rodenstock's range of lenses for professional photography 
therefore includes different lens types which are available in 
graduated focal lengths to meet practical requirements. 


m The standard lens for conventional professional photogra- 
phy should provide a medium to large image angle, high 
speed and best image quality. These demands are perfecly 
met by the Rodenstock Apo-Sironar-S. As a standard lens, it 
is used with a focal length which roughly corresponds to the 
diagonal of the film format. With longer focal lengths larger 
taking distances are possible. 


= For large image scales from around 1:5 to 2:1, there is the 
special close-up lens Apo-Macro-Sironar. It is characterized 
by excellent definition in this scale range as well as by high 
speed and a wide image circle. 


m Whenever small rooms, wide spaces or short taking di- 
stances (architecture) make large field angles necessary, the 
wide-angle lenses of first choice are the Apo-Grandagon 
and the Grandagon-N with field angles of up to 120°. 


m When the large movement range of the ultra-wide angle 
lenses Apo-Grandagon and Grandagon-N is utilized, the 
physically unavoidable fall-off in illumination to the margin 
of the image circle can generally be reduced by a Roden- 
stock center filter which is available in the same high quality 
as our lenses and with vignetting-free mounts. 


m In order to be able to use our high-performance lenses with 
cameras without bellows like panoramic or shift cameras, 
we developed our non-rotating focusing device "Focus- 
Mount". It is available with distance scales precisely matched 
to any focal length of all Rodenstock lenses in shutter size O. 


RODENSTOCK 


The prefix "Apo" stands for the best possible correction 
of chromatic aberration and guarantees 
crisp and brilliant photos without color fringes 
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Lenses for Analog Professional Photography 
Apo-Sironar-S 


The Apo-Sironar-S is a lens for universal use which has been 
modified to provide the highest image reproduction quality. 
Like the Apo-Sironar-N, its applications are almost unlimited. 
Its special strengths can be seen when complex, fine structures 
in the outer part of the image circle have to be reproduced. 


Its field angle has been increased to 75° and so permits even 
more generous shifts. Therefore, the Apo-Sironar-S is also the 
ideal standard lens for applications which require particularly 
large parallel shifts to correct the perspective. For instance, the 
Apo-Sironar-S 150 mm f/5.6 permits up to 10 mm more lateral 
or vertical shift than the equivalent Apo-Sironar-N lens. 


As a result of the elimination of the secondary spectrum 
thanks to the use of ED glass materials with anomalous disper- 
sion (ED = extra low dispersion), no visible color fringing oc- 
curs even at edges with extreme contrast. In addition, the light 
fall-off towards the image corners (vignetting) has been re- 
duced for a more uniform illumination. 


Thanks to this high optical performance in the edges of the 
field, the six-element Apo-Sironar-S can be used with a wider 
aperture than other large format lenses in order to avoid blur 
due to diffraction, e.g. with f-stop 16 as its working aperture 
instead of f-stop 22. This is an additional advantage for out- 
door shots due to the shorter exposure time this allows. 


Apo-Sironar-S Max. recommended film format 


100 mm f/5.6 6x9 cm 

135 mm f/5.6 9x12 cm / 4x5 in. 
150 mm f/5.6 9x12 cm / 4x5 in. 
180 mm f/5.6 13x18 cm / 5x7 in. 
210 mm f/5.6 13x18 cm / 5x7 in. 
240 mm f/5.6 13x18 cm / 5x7 in. 
300 mm f/5.6 18x24 cm / 8x10 in. 
360 mm f/6.8 18x24 cm / 8x10 in. 


RODENSTOCK 


Data sheets 


Formats, dimensions, 
shutter data, image 
circles, movement ranges 


Performance data 
Apo-Sironar-S 150 mm f/5.6 


Apo-Sironar-S: the ultimate large format lens 
with extensive adjustment reserves 
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Apo-Sironar-S 


Formats, shutter sizes, dimensions, weight 
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Back to lens description 


Lens Max. recommended Shutter Push-on Filter Rear Flange focal Overall Weight 
film format size mount @ Thread barrel Ø length ') length w/Copal 
100 mm f/5.6 6x9 cm 0 51 mm M 49x0.75 31.5 mm 99.0mm 42.6mm 190 g 
135 mm f/5.6 9x12 cm / 4x5 in. 0 51 mm M 49x0.75 48.0mm 122.0 nmm  47.5mm 240 0 
150 mm f/5.6 9x12 cm / 4x5 in. 0 51 mm M 49x0.75 51.0mm  147.0mm  51.5mm 250g 
180 mm f/5.6 13x18 cm / 5x7 in. 1 70 mm M 67x0.75 60.0mm  177.0mm 60.5 mm 410g 
210 mm f/5.6 13x18 cm / 5x7 in. 1 75 mm M 72x0.75 65.0mm  202.0mm 69.5 mm 490 g 
240 mm f/5.6 13x18 cm / 5x7 in. 3 90 mm M 86x1 80.0mm  230.0mm 82.0 mm 980 g 
300 mm f/5.6 18x24cm/8x10in. 3 105 mm M 100 x 1 80.0mm 277.0mm 98.5mm  1210g 
360 mm f/6.8 18x24cm/8x10in. 3 117 mm M 112x1.5 80.0mm 330.0mm 120.0mm  1560g 
2 a |G: 1) With Copal shutter for scale 1:00 
o. Ng 
Shutter data S Z Sus +2 
S38es565 BE 
Shutter type Shutter speeds S Ss $9 9 S. SE Screw Lens board Lens board Accessories 
and size range za lux ZZ thread opening thickness required 
Copal 0 B, T, /soos ... 15 ° ° e M 32.5x0.5 34.8mm 1.5...4.0 mm 
Copal 1 B, T, '/400s...15 ° N ° M 39x0.75 41.8mm 1.5... 3.0 Mmm 
Copal 3 B, ‘'/1255...15 ° ° ° M 62x0.75 65.3mm 1.5... 5.0 mm 
Copal Press 0 B, !mss..1s S oœ ° M 32.5x0.5 34.8mm 1.5... 3.0 mm 
Copal Press 1 B, ‘'255...15 6 o e M 39x0.75 41.8mm  1.5...2.0mm 
Rollei Electron. O B, | 1/5005 ... 305 e e ijo M 39x075 418mm  1.5...3.0mm Control Unit 
Rollei Electron. 1 B, | 1/3005... 305 e e Tho M 39x0.5 41.8mm  1.5...3.0mm Control Unit 


Working apertures, image angles, image circles and movement ranges 


Lens Image Working Image Image circle Movement range [mm] 2) vertical/horizontal (landscape format) 
scale f-stop angle diameter 6x7cm 6x9cm 6x12cm 4x5in. 5x7in. 8x10in. 

100 mm f/5.6 1:00 11-22 75? 155 mm 41 / 38 36 / 28 24 / 43 17 

135 mm f/5.6 1:00 11-22 75? 208 mm 77 [66 66 / 56 99 / 43 37/32 

150 mm f/5.6 Tico 11-22 75° 231 mm 82 / 78 79 / Gg 72/55 51 / 45 17 [43 

180 mm 1/5.6 1:00 16-32 75° 276 mm 105/194 103/9 98 / 7g 76 [ Gg 48 / 39 

210 mm f/5.6 1:eo 16-32 75? 316 mm 126/454 — 128/412 19/98 98 / 90 73/61 3/2 

240 mm f/5.6 1:00 16-32 75° 372 mm 155/159 153/140 149/127 128/120 105/9 43 / 36 

300 mm f/5.6 Tes 22-45 75° 448 mm 193 /igg 192/1793 189/165 168/159 147 / 13 90 / 79 

360 mm f/6.8 1:00 22-45 68° 468 mm 203/19g 202/4188 199/175 178/169 157/441 102/90 


2) These values apply to the recommended working aperture at the given scale; with increasing scale, image circle and movement ranges increase 
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Apo-Sironar-S 150 mm f/5.6 


Modulation transfer function Scale 0.1x 


Rel. image height 0.3 0.5 0.7 0.85 1 


f-stop 11 
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Image height [mm] 
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Back to lens description 


Fall-off in illumination Scale 0.1x 
Rel.imageheight 0.5 0.7 0.85 1 
a 0 se 1-cos4 
9 : S 
G i 
em 
[es 
2 
© : 
£ -1 Bi pede bord Bhs 
E E 
3 m EY NE 
= if-stop 5.6, 
= ean tte m Se s 
CE CAM M UE NEUE OE A 
9 -34 + +H, Eoo d. 
Bohr i 2; 9 P$ HH 
0 38.0 63.3 887 126.7 
mage height [mm] 
Distortion Scale 0.03x ... 0.2x 
Rel.imageangle 0.5 0.7 0.85 1 
1.0 [01 i 
+ + + + 4 + 4 + d * 
0.6 + t+ t+ t+ d et d Fie 
+ + + + d + +i+ 
0.2 E + E 4 i i kk 
ES Aes 
S -0.2 0.03x+ + + + ir. 
5 —-—-005x* + + + + : + 
*-064---01x + + + + tit 
E ------ 0.2x + + + + + ; + 
A -1.0 + i 
0 11.3 18.8 263 37.5 
mage angle [°] 
Long. chrom. aberration Scale 0.1x 


blue green yellow red 


o 
T 


e 
N 


Long. chrom. aberration [mm] 
o o 
N e 
" 
fe 
" 
ds 
H 
E 
" 

E 
à 


S 
A 


438 486 534 582 630 678 
Wavelength [nm] 


All spatial frequencies [line pairs/mm], 
image heights [mm] and scales 
are related to the film or sensor side 
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Accessories: Center filters 
Accessories: Focus-Mount 
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Lenses for Analog Professional Photography 
Apo-Macro-Sironar 


In the near area, at scales of around 1:1, the quality of lenses 
optimized for larger distances falls visibly from the usual stan- 
dard of performance. Here the Apo-Macro-Sironar lens comes 
into its own for imaging scales of 1:5 and greater. 


Incidentally, imaging scales of 1:5 or larger are required even 
in conventional table-top photography or studio photography 
(e.g. pack shots): for example, a scale of 1:3 at a film size of 
4x5 in. means the full format image reproduction of an object 
of approximately 30x40 cm in size. 


Data sheets 


Formats, dimensions, 
shutter data, image 
circles, movement ranges 


The Apo-Macro-Sironar offers excellent imaging quality in con- 
junction with the wide freedom of movement required for 
perfect perspective corrections of large-format photography. 
The movement may be even larger for larger image scales. 


Performance data Apo- 
Macro-Sironar 120 mm f/5.6 


The Apo-Macro-Sironar provides exceptional results without 
any color fringes at a scale range from 1:5 to 2:1 without any 
need to adjust the lens individually or to reverse the front and 
rear lens group. The focal lengths of 120 mm and 180 mm al- 
low work with most cameras without any extra monorail ex- 
tension even at a scale of 2:1. 


Apo-Macro-Sironar Max. recommended film format 


120 mm f/5.6 
180 mm f/5.6 


9x12 cm / 4x5 in. 
13x18 cm / 5x7 in. 


Apo-Macro-Sironar: the best large format lens 
to make little things look great 
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Apo-Macro-Sironar 


Formats, shutter sizes, dimensions, weight 


RODENSTOCK 


Back to lens description 


Lens Max. recommended Shutter Push-on Filter Rear Flange focal Overall Weight 
film format size mount @ Thread barrel Ø length ') length w/Copal 
120 mm f/5.6 9x12 cm / 4x5 in. 0 51 mm M 49x0.7.5 40.5mm  235.6mm 43.8 mm 220g 
180 mm f/5.6 13x18 cm / 5x7 in. 1 70 mm M 67x0.75 540mm  Á3566mm 61.2 mm 410g 
2 o o 1) With Copal shutter for scale 1:00 
So. AE 
Shutter data B E Su § +2 
= occ = tuo 
S oog ME 
Shutter type Shutter speeds S yg S eg Screw Lens board Lens board Accessories 
and size range 202i x AE thread opening thickness required 
Copal 0 B, T, /soos ... 15 ° ° M 32.5x0.5 34.8mm  1.5...4.0 mm 
Copal 1 B, T, /400s ... 15 ° ° M 39x0.75 41.8mm 1.5... 3.0 Mmm 
Copal Press 0 B, ‘a5s...15 e o e M 32.5x0.5 34.8mm 1.5...3.0 mm 
Copal Press 1 B, ‘'/1255...15 e o e M 39x0.75 41.8mm  1.5...2.0mm 
Rollei Electron. O B, | 1/soos ... 305 e e io M 39x05 41.8mm 1.5...3.0mm Control Unit 
Rollei Electron. 1 B, | 1/3005... 305 e e Tho M 39x0.5 41.8mm  1.5...3.0mm Control Unit 


Working apertures, image angles, image circles and movement ranges 


Lens Image Working Image Image circle Movement range [mm] 2) vertical/horizontal (landscape format) 
scale f-stop angle diameter 6x7cm 6x9cm 6x12cm 4x5in. 5x7in. 8x10in. 
120 mm /5.6 1:5 8-11 70° 201 mm 66 / 62 62 / 52 55 / 39 33/28 
1:1 8-11 60° 277 mm 106/194 103/92 98/79 77170 49 / 39 
2:1 8-11 55° 374 mm 156/154 — 194/441. 150/128 — 129/454 106/92 44/37 
180 mm f/5.6 1:5 16-22 70° 302 mm 19/14 16/104 12/91 90 / 83 64 / 53 
1:1 16-22 60° 415mm 177/7 14/161 171/148 150/142 129/113 70/61 
2:1 16-22 55° 562 mm 251/245 — 249/535 247/222 226/51; 207/189 196/144 


2) These values apply to the recommended working aperture at the given scale; with increasing scale, image circle and movement ranges increase 
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Apo-Macro-Sironar 120 mm f/5.6 


Modulation transfer function Scale 0.5x f-stop 8 


Rel. image height 0.3 0.5 0.7 0.85 1 
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Image height [mm] 


Modulation transfer function Scale 0.5x f-stop 16 
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Back to lens description 


Fall-off in illumination Scale 0.5x 


Rel.imageheight 0.5 0.7 0.85 1 
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Fall-off in illumination [f-stops] 
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Long. chrom. aberration Scale 0.5x 
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All spatial frequencies [line pairs/mm], 
image heights [mm] and scales 
are related to the film or sensor side 
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a brand of the LINOS Photonics GmbH & Co. KG 
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Back to analog photography 


Apo-Sironar-S 
Apo-Macro-Sironar 
Apo-Grandagon 
Grandagon-N 


Accessories: Center filters 
Accessories: Focus-Mount 


Lenses for Analog Professional Photography 
Apo-Grandagon 


When large format cameras are used with roll film backs, they 
require shorter focal length lenses. With the focal lengths of 
35, 45 and 55 mm of the Apo-Grandaon lenses, photography 
in close spaces or panoramic views in landscape photography 
becomes an effortless “dynamic enjoyment”. 


The Apo-Grandagon ultra-wide angle lenses give you the free- 
dom to find new and appealing views in product photography. 
But new standards in freedom of movement are also offered 
by these outstanding lenses with a useful field angle of 120° in 
architectural and industrial photography. The Apo-Grandagon 
55 mm f/4.5 even allows photographs of, for example, wide 
open spaces on 4x5 in. sheet film which is most popular in 
demanding landscape photography. 


New glass combinations (ED glasses) make possible apochro- 
matic correction of ultra-wide angle lenses for the first time. 
This ensures there will be no color fringes even on high con- 
trast building silhouettes against bright sky. With values of less 
than 0.5 96, distortion can be neglected. 


The high maximum aperture makes adjustment easy. A large 
working aperture of 8-11 allows advantageous, shorter expo- 
sure times for outdoor motifs (with moving objects) or a lower 
flash power in the studio. For uniformly illuminated pictures 
without light fall-off according to the "cos^ law", the use of 
the color-neutral Rodenstock center filters is recommended. 


With the Rodenstock Focus-Mount, these lenses can be fitted 
to panoramic or shift cameras without bellows. 


For checking the adaptation to different large format camera 
models, we can provide you with special tables and instruc- 
tions on request. 


Apo-Grandagon Max. recommended film format 


35 mm f/4.5 6x9 cm 
45 mm f/4.5 6x12 cm 
55 mm f/4.5 9x12 cm / 4x5 in. 


Data sheets 


Formats, dimensions, 
shutter data, image 
circles, movement ranges 


Performance data Apo- 
Grandagon 45 mm f/4.5 


Apo-Grandagon: freedom for 
architecture, landscape and studio 
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Apo-Grandagon Back to lens description 


Formats, shutter sizes, dimensions, weight 


Lens Max. recommended Shutter Push-on Filter Rear Flange focal Overall Weight 
film format size mount @ Thread barrel Ø length ') length w/Copal 
35mm f/4.5 6x9 cm 0 70 mm M 67x0.75 60.0 mm 43.2mm 55.7 mm 300 g 
45 mm f/4.5 6x12 cm 0 70 mm M 67x0.75  60.0mm 55.5mm 65.3mm 350g 
55 mm f/4.5 9x12 cm / 4x5 in. 0 70 mm M 67x0.7  60.0mm 67.6 mm | 69.8 mm 400 g 
2 o o 1) With Copal shutter for scale 1:00 
So. N 
Shutter data B.E S ug 
— occ - tuo 
59S SETHE 
Shutter type Shutter speeds Ss ug S [s Screw Lens board Lens board Accessories 
and size range 202i XS thread opening X thickness required 
Copal 0 B, T, /soos ... 15 ° ° e M 32.5x0.5 34.8mm 1.5...4.0 mm 
Copal Press 0 B, ‘'/1255...15 e o ° M 32.5x0.5 34.8mm 1.5... 3.0 Mmm 
15.3. 


3.0mm Control Unit 


Rollei Electron. O B, | 1/5005 ... 305 e Ifo M 39x075 41.8mm 


Working apertures, image angles, image circles and movement ranges 


Lens Image Working Image Image circle Movement range [mm] 2) vertical/horizontal (landscape format) 
scale f-stop angle diameter 6x7cm 6x9cm 6x12cm 4x5in. 5x7in. 8x10 in. 
35 mm f/4.5 1:00 8-11 120° 125 mm 24/22 16/12 
45 mm f/4.5 1:00 8-11 110° 131 mm 28/25 20 [15 t2 
55 mm f/4.5 1:00 8-11 110° 163 mm 46 / 42 40 / 32 30 / 19 716 


2) These values apply to the recommended working aperture at the given scale; with increasing scale, image circle and movement ranges increase 
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Apo-Grandagon 45 mm f/4.5 


Scale 0.03x 
Rel. image height 0.3 0.5 0.7 


Modulation transfer function 


odulation [96] at 20, 10, 5 and 2.5 Ip/mm 
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Fall-off in illumination Scale 0.03x 
Rel.imageheight 0.5 0.7 0.85 1 
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Long. chrom. aberration Scale 0.03x 
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All spatial frequencies [line pairs/mm], 
image heights [mm] and scales 
are related to the film or sensor side 
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a brand of the LINOS Photonics GmbH & Co. KG 
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Apo-Sironar-S 
Apo-Macro-Sironar 
Apo-Grandagon 
Grandagon-N 


Accessories: Center filters 
Accessories: Focus-Mount 


Lenses for Analog Professional Photography 
Grandagon-N 

The Grandagon-N with its wide field angle of up to 105° can 
really display its strengths in wide photos in close conditions, 


e.g. in architecture or industrial photos or in panoramic views. 


With the Grandagon-N, all the problems which occur in con- 


nection with large field angles have been ideally taken care of: 


The distortion has been reduced to a small residual value; the 


light fall-off at the edge has been greatly reduced thanks to an 


optical trick ("pupil distortion" = the entrance pupil diameter 
increases when viewing at an angle); the sharpness sets stan- 
dards for this class of lens. 


The Grandagon-N is available in two versions: With the maxi- 
mum aperture 4.5 in focal lengths 65 to 90 mm it has 8 ele- 
ments in 4 groups, and with the maximum aperture 6.8 in the 
focal length 90 mm it has 6 elements in 4 groups. 


The eight element lenses offer not only a high maximum aper- 
ture, but also a field angle of 105?, an even more uniform illu- 
mination and distortion values of less than 196. The six ele- 
ment lens is the cost-effective alternative that also impresses 
by its compactness which even allows the insertion into the 
Focus-Mount helical focuser for the use with bellowless pan- 
oramic or shift cameras. 


The use of the neutral gray Rodenstock center filters is recom- 
mended for critical motifs to make best use of the image circle 
without irritating light fall-off to the image corners. 


Grandagon-N Max. recommended film format 
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Data sheets 


Formats, dimensions, 
shutter data, image 
circles, movement ranges 


Performance data 
Grandagon-N 90 mm f/4.5 


Performance data 


Grandagon-N 90 mm f/6.8 


65 mm f/4.5 9x12 cm / 4x5 in. 
75 mm f/4.5 9x12 cm / 4x5 in. 
90 mm f/4.5 13x18 cm / 5x7 in. 
90 mm f/6.8 9x12 cm / 4x5 in. 


Grandagon-N: the "space expander" 
for situations where space is limited 
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Grandagon-N 


Formats, shutter sizes, dimensions, weight 
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Back to lens description 


Lens Max. recommended Shutter Push-on Filter Rear Flange focal Overall Weight 
film format size mount @ Thread barrel Ø length ') length w/Copal 
65 mm f/4.5 9x12 cm / 4x5 in. 0 60 mm M 58x0.75 51.0 mm 70.0mm 63.5 mm 330g 
75 mm £/4.5 9x12 cm / 4x5 in. 0 70 mm M 67x0.75  60.0mm 82.0mm 73.5 mm 440 g 
90 mm f/4.5 13x18 cm / 5x7 in. 1 85 mm M 82x0.75  70.0mm 98.0mm 88.5 mm 700 g 
90 mm f/6.8 9x12 cm / 4x5 in. 0 70 mm M 67x0.7  60.0mm 94.0mm 78.5 mm 460 g 
2 o a 1) With Copal shutter for scale 1:00 
o. NE 
Shutter data B E Su § +2 
= occ - tno 
S o Tog LE 
Shutter type Shutter speeds Se N 9 = i: g Screw Lens board Lens board Accessories 
and size range > >u kx AE thread opening thickness required 
Copal 0 B, T, /soos ... 15 ° ° e M 32.5x0.5 34.8mm  1.5...4.0 mm 
Copal 1 B, T, /400s ... 15 ° ° e M 39x0.75 41.8mm 1.5... 3.0 Mmm 
Copal Press 0 B, WV/m-5s..1s oe ° M 32.5x0.5 34.8mm 1.5... 3.0 mnm 
Copal Press 1 B, TT 6 o ° M 39x0.75 418mm 1.5... 2.0 mm 
Rollei Electron. O B, lsons... 305 e e ho M 39x075 41.8mm 1.5... 2.0 Mmm Control Unit 
Rollei Electron. 1 B, | 1/3005... 305 e e Tho M 39x0.5 41.8mm  1.5...3.0mm Control Unit 


Working apertures, image angles, image circles and movement ranges 


Lens Image Working Image Image circle Movement range [mm] 2) vertical/horizontal (landscape format) 
scale f-stop angle diameter 6x7cm 6x9cm 6x12cm 4x5in. 5x7in. 8x10in. 

65 mm f/4.5 1:00 16-22 105° 170 mm 50 / 46 46 / 36 35/53 12/10 

75 mm f/4.5 1:00 16-22 105° 195 mm 63 / 59 59 / 4g 51 / 36 

90 mm f/4.5 1:00 16-22 105° 236 mm 85 / go 81/70 75 / 58 94 / 48 21/16 

90 mm £1/6.8 1:00 22-32 102° 221mm 77173 73/63 67 / sg 45 / 39 10/7 


2) These values apply to the recommended working aperture at the given scale; with increasing scale, image circle and movement ranges increase 
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Grandagon-N 90 mm f/4.5 


Scale 0.03x 
Rel. image height 0.3 0.5 0.7 


Modulation transfer function 


f-stop 11 
0.85 1 


odulation [96] at 20, 10, 5 and 2.5 Ip/mm 


20 + + i * i + i + +L N 
sagittal — | i i p 
10 + + i * i + i + + st 
- - — — meridional i i i 
0 i i i i i 
0 36.4 60.7 85.1 103.3 121.5 
Image height [mm] 

Modulation transfer function Scale 0.03x f-stop 22 
0.85 1 


Rel. image height 0.3 0.5 0.7 
100 j T t 


90 


80 


odulation [96] at 20, 10, 5 and 2.5 Ip/mm 


20 + + i * i + i + EN 
sagittal : : s S 
10 + + i * i + i ` 
— — — — meridional : f ; N 
0 i i i i L 
0 36.4 60.7 85.1 103.3 121.5 


Image height [mm] 


RODENSTOCK 


Back to lens description 


Fall-off in illumination Scale 0.03x 


Rel, image height 0.5 0.7 0.85 1 
a 0 i - 1- cos4 
9 E S 
G i 
pat 
[es 
2 
t L 
= E Era a. 
5 P T, 
= | Fstop: 4.55, 
= -2 + + + + 
9 -3h 4 td. it 
© 45¢ oi i i d ; 
0 36.4 60.7 8541 121.5 
mage height [mm] 
Distortion Scale 0.03x ... 0.2x 


Rel.imageangle 0.5 0.7 0.85 1 


1.0 | 


; 7 
& -0.2 0.03x+ + + i «ie 
S —-—-0.05x + i + + + l + 
E -0.6 — — —0.1x + + + + tit 
Ro ELLLLL 02x + t + 4 +ib 
AO -1.0 — i 
0 15.7 26.2 36.7 52.5 


mage angle [°] 


Long. chrom. aberration Scale 0.03x 


blue green yellow red 


o 
T 


e 
N 


Long. chrom. aberration [mm] 
o o 
N e 
E 
m 
E 
ds 
+ 
E 
" 

E 
à 


S 
A 


438 486 534 582 630 678 
Wavelength [nm] 


All spatial frequencies [line pairs/mm], 
image heights [mm] and scales 
are related to the film or sensor side 
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Grandagon-N 90 mm f/6.8 


Modulation transfer function Scale 0.03x 


Rel. image height 0.3 0.5 0.7 


f-stop 11 
0.85 


1 


100 + 


90 


80 


odulation [96] at 20, 10, 5 and 2.5 Ip/mm 


20 + + H + i + i sa \ 
sagittal : : ~ HAL s 
10 * * i * i * i eb OS y 
- - — — meridional i : : E 
0 i i i i K 
0 34.4 57.4 80.4 97.6 114.8 
Image height [mm] 
Modulation transfer function Scale 0.03x f-stop 22 
0.85 1 


Rel. image height 0.3 0.5 0.7 
100 j T t 


90 


80 


odulation [96] at 20, 10, 5 and 2.5 Ip/mm 


20 + + i * i + i + vT \ 
sagittal : : ba & U 
10 a d ox ee le 3 x 
— — — — meridional ; : S 
0 i i i f J 
0 34.4 57.4 80.4 97.6 114.8 


Image height [mm] 


RODENSTOCK 


Back to lens description 


Fall-off in illumination Scale 0.03x 
Rel, image height 0.5 0.7 0.85 1 
2 0 -- 1- cos4 
9 f S 
G i 
em 
[es 
2 
z 
S o 
3 
$ di 
S si | 
0 344 574 80.4 114.8 
mage height [mm] 
Distortion Scale 0.03x ... 0.2x 
Rel.imageangle 0.5 0.7 0.85 .-1 
1.0 p+ + 
I ee “So m | 
t tet et pate | 
+ + + + L LE 
0.2 + + + LF +i+ 
88-02 0.03x+ + + i * i + 
S —-—-005x* + + + + : + 
*-0614---0O1x + + + + tig 
E ------ 0.2x + + + i * i + 
A -1.0 EN : 
0 15:3 25.5 35.7 51.0 
mage angle [°] 


Long. chrom. aberration Scale 0.03x 


blue green yellow red 


o 
m 


© 
N 


Long. chrom. aberration [mm] 
o o 
N e 
s 
" 

P 
" 
H 
E 
" 
E 
à 


S 
A 


438 486 534 582 630 678 
Wavelength [nm] 


All spatial frequencies [line pairs/mm], 
image heights [mm] and scales 
are related to the film or sensor side 


c = 


Back to analog photography 


Apo-Sironar-S 
Apo-Macro-Sironar 
Apo-Grandagon 
Grandagon-N 


Accessories: Center filters 
Accessories: Focus-Mount 


Lenses for Analog Professional Photography 
Accessories: Center filters 


For critical shots (e.g. with areas of uniform brightness to- 
wards the image corners) the physically inevitable light fall-off 
according to the “cos* law” can be eliminated by using the 
neutral gray Rodenstock center filters available for all Apo- 
Grandagon and Grandagon-N lenses (see table). A center filter 
should always be used if the image circle of a wide angle lens 
is used right up to the vicinity of the circumference. 


Rodenstock center filters are concentric graduated neutral 
gray filters whose density decreases from the center up to the 
transparent rim. The fall in density compensates for practically 
all the light fall-off to the image edge from a working f-stop 
of 16. The exposure must be corrected by 1.5 or 2.5 stops. This 
corresponds to a correction of the exposure time by a factor of 
3 or 5 respectively (either aperture or exposure time have to be 
corrected, not both at the same time). 


Apo-Grandagon Filter thread Exp. correction 

& Grandagon-N f-stops / time 
35 mm f/A.5 E 67/86 12.5 5x 
45 mm /4.5 E 67/86 12.5 5x 
55 mm f1/4.5 E 67/86 12.5 5x 
65 mm f1/4.5 E 58/77 41.5 3x 
75 mm 1/6.8 * E 58/77 41.5 3x 
75 mm 1/4.5 E 67/86 41.5 3x 
90 mm 1/6.8 E 67/86 41.5 3x 
90 mm 1/4.5 E 82/112 41.5 3x 
115 mm f/6.8 * E 82/112 41.5 3x 


* This lens is no longer produced; however, the matching cen- 
ter filter is still available for later completion 


RODENSTOCK 


Center filter: for even illumination 
with ultra-wide angle large format lenses 


=A = 


Rodenstock Photo Optics 


a brand of the LINOS Photonics GmbH & Co. KG 


Back to analog photography 


Apo-Sironar-S 
Apo-Macro-Sironar 
Apo-Grandagon 
Grandagon-N 


Accessories: Center filters 
Accessories: Focus-Mount 


RODENSTOCK 


Lenses for Analog Professional Photography 

Accessories: Focus-Mount 

Using large format lenses on cameras without bellows such as 
panoramic or shift cameras requires the use of a focusing facil- 
ity. The Focus-Mount can be combined with all Rodenstock 
lenses in shutter size O. 


Existing lenses can be installed at a later date. 


The Focus-Mount ensures precise focusing and the non-rotat- 
ing lens mount means that all operating elements and scales 
of the shutter remain in the same position for best reading 
and handling. The lenses which can be used as well as their 
focusing ranges can be found in the table. 


More information on applications and adaption are available 
on request for the case that the manufacturer of your camera 
cannot help you. 


Lens Focusing range 
Apo-Grandagon 35 mm f/4.5 oo — 0.4 m/ 1.5 ft 
45 mm f/4.5 co — 0.6 m / 2.0 ft 
55 mm f/4.5 co — 0.9 m/3.0 ft 
Grandagon-N 65 mm f/4.5 oo — 0.8 m/2.5 ft 
75 mm f/4.5 oo — 1.0m/ 3.5 ft 
90 mm f/6.8 œo — 1.3 m/ 5.0 ft 
Apo-Sironar-S 100 mm f/5.6 co — 1.8m/ 6.0 ft 
135 mm f/5.6 co — 3.0 m/ 10 ft 
150 mm f/5.6 co— 3.5 m/ 12 ft 
Apo-Sironar-N 150 mm f/5.6 co- 3.5 m/ 12 ft 


Focus-Mount: makes it possible to use excellent 
Rodenstock lenses with shift and panoramic cameras 


AD — 


